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Chapter 1 by Captain 


My little brother was still in the burning house. 


Chapter 2 by Unkie (fF 


| thought he was right behind me, but | was dead wrong. 


Chapter 3 by Captain (fF 


| screamed, | needed to find him. 


Chapter 4 by Unkie (fF 


| started to run back into the house but two firefighters stopped me, while 2 others hurried in 


Weecre iene ec renice. 
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Chapter 6 by Captain (fF 
The heat scorched my face but | kept going, determined. 


Chapter 7 by the smiling man (fF 


| found him,but we were seperated by a huge fire. 


Chapter 8 by For_Phiwe (fF 


It was dying while trying to save his life or not trying at all, besides, life goes on. 


the end 
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